Sama 


Mohammed Almingash 


CONTACT 


QQ 0504128386 
Xá samamm.33@gmail.com 


A Riyadh - Saudi Arabia 


EDUCATION 


Bachelor of Computer Science 
Shaqra University 
Expected graduation date 2022 


EXPERIENCES 


DSC Founder Core Team 
Saudi Arabia - DSC Sharga | 2019-2020 


COURSES 


Graphic Design Course 
40-hours | 2020 


Cybersecurity Course 
20-hours | 2020 


Training In Emerging Technologies Course 
30-hours | 2020 


Englesh Course 
2021 


SKILLS 


- Communication Skills 
- Time Management 

- Decision Making 

- Team Collaboration 

- Problem Solving 

- Organizational Skills 

- Flexible & Adaptable 

- Positive Attitude 


PROGRAMMING SKILLS 


- Java Development using 
NetBeans and Eclipse 


- PHP, MySQL, HTML, CSS, jQuery 
and java Script web development 


- Web Application 


